recommend any person, either sick or well, to try 
vour treatment, 
Hoping you wilt have success in your work, I 
remain, Respectfully yours, 
S. W. HOLLISTER. 


From Mr. J. F. Beaty, Mgr. Joyce-Watkins Co. 


Nashville, Tenn., April 10, 1914. 
Roche Electric Hygienic Machine Co., 
Grand Rapids, Mich. 
Gentlemen: 

[I have purehased one of your machines from 
Prof. J. B. Roche, but he tells me that it will be 
two or three weeks before vou will be able to de- 
liver it. Now, isn’t there some way that you can 
ship me this machine at once, as I feel I must have 
if. 

I have been greatly benefited from the treatments 
under Prof. Roche. I have lost fourteen pounds in 
(wo weeks, and am entirely free from pain in my 
shoulders and legs. I am keeping up the exercises, 
but believe the machine is just what I want. I feel 
so much better after using it. 

This is Prof. Roche's last week here, and [ still 
want to reduce my weight about twenty pounds 
more. 

I have tried a great many other methods of trying 
to reduce my weight, but this is the only one that 
has done the work. 

You will do me a great favor by shipping the 
machine at onee, which I trust you will do. 

Respectfully, 
J. FE. BeATY.. 


The Roche Electric Hygienic Machine Co. 
Grand Rapids, Michigan 


Varicocele, 


Ii long continued, will result in sexual diseases. 

The Scrotum contains tender, swollen veins; 
they can generally be felt, frequently can be 
seen on the surface of the scrotum, and they 
feel like a knot or bunch of worms. 

The first appearance of this condition is 
usually on the left side, because that testicle 
contains more veins than the right one; the cir- 
culation of the blood is rendered less free, the 
blood in this testicle becomes clotted and stag- 
nated, the veins swell, and remain in this en- 





Before 4 weeks after 
Treatment commencing Treatment 


larged condition, as you will see in the above 
cut, before treatment and after using the Roche 
Electro Hygienic Machine. 

The pressure of these enlarged veins on the 
nerves and lacteals of the testicles, in a number 


of cases causes pain in the testicles, cords, 
eroins and thighs. 


In mild cases there is little 1f any pain; but in 


cases where the disease is progressing very 


rapidly, and in advanced stages, the painful 
condition exists. 


The treatment of Varicocele by surgical 


operation, tying of the veins, cutting off 


and sewing up the lower part of the bag, 
so frequently resulted in fever, delirium, 
hemorrhages, and in so many cases produced 


death. 


The attention of the medical world was 
directed to it. Prof. Rosmeyer, of Germany, 
discovered that Varicocele is strictly a local 
disease and requires local treatment, and 
recommends electricity. It acts directly on 
the clogged veins of the scrotum and by its 
electric action drives out the stagnated blood 
and completely overcomes the disease in: a 


remarkably short time. 


We have on file in our office testimonial let- 
ters, received from persons who were cured by 
our Electric Machine. 


NATURAL HEALTH AND VIGOR 
RESTORED. 


Different from all other plans of treatments, 
independent of medical or quack methods, and 
following a decided course of its own in its 
development of vital resources, the Roche 
Electric Hygienic Machine reaches’ more 


quickly, more certainly the seat or cause of 


debilitating drains upon the vital powers. Hav- 
ing a positive contractile power, it closes up 


the relaxed ducts and checks al! vital losses. 
[t stores strength in the system every minute 
it is applied to the body. This steady accumu- 
letion of vital force must tell on the condition 
of the system in time. It renews the healthy 
state of all the vital organs, and makes man- 
hood complete. 


PROSTATE GLAND TROUBLE. 


The Roche Electric Hygienic Machine will 
reduce the glands and give you instantaneous 
relief, 


A WORD TO EVERYBODY. 

From S&S. W. Hollister, president of the Hollister, 

Ames & Co., lumber dealers. 

Oshkosh, Wis., July 22, 1914. 

Prot. J.B. Roche, 

Roche Eleetric Hygienic Machine Co., 

Grand Rapids, Mich. 

Dear Sir: 

Your letter of the 20th imst. at hand. In reply 
would sav that I received the machine in good 
shape, with the exception that the batteries vou 
sent were dead. 1 was obliged to get new batterios 
hefore being able to start the machine. However, 
it now works fine. 

lL think this is one of the finest electric machines 
that [I ever saw. I use it once every day lightly, as 
per vour instructions, and can recommend the ma- 
chine to any person wishing to use an electric 
machine. 

Now, regarding vour system of treatment, I think 
there is no better on earth. I can feel the effects of 
your treatment from day to day, and I follow them 
up faithfully, and believe that by doing so IL will 
get rid of the aches and pains I had. I would 


Varicocele, 


If long continued, will result in sexual diseases. 

The Scrotum contains tender, swollen veins; 
they can generally be felt, frequently can be 
seen on the surface of the scrotum, and they 
feel like a knot or bunch of worms. 

The first appearance of this condition is 
usually on the left side, because that testicle 
contains more veins than the right one; the cir- 
culation of the blood is rendered less free, the 
blood in this testicle becomes clotted and stag- 
nated, the veins swell, and remain in this en- 
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larged condition, as you will see in the above 
cut, before treatment and after using the Roche 
Electro Hygienic Machine. 

The pressure of these enlarged veins on the 
nerves and lacteals of the testicles, in a number 


of cases causes pain in the testicles, cords, 


eroins and thighs. 


In mild cases there is little if any pain; but in 
cases where the disease is progressing very 
rapidly, and in advanced stages, the painful 
condition exists. 


The treatment of Varicocele by surgical 
operation, tying of the veins, cutting off 
and sewing up the lower part of the bag, 
so frequently resulted in fever, delirium, 
hemorrhages, and in so many cases produced 


death. 


The attention of the medical world was 
directed to it. Prof. Rosmeyer, of Germany, 
discovered that Varicocele is strictly a local 
disease and requires local treatment, and 
recommends electricity. It acts directly on 
the clogged veins of the scrotum and by its 
electric action drives out the stagnated blood 
and completely overcomes the disease in a 
remarkably short time. 


We have on file in our office testimonial let- 
ters, received from persons who were cured by 
our Electric Machine. 


NATURAL HEALTH AND VIGOR 
RESTORED. 


Different from all other plans of treatments, 
independent of medical or quack methods, and 
following a decided course of its own in its 
development of vital resources, the Roche 
Electric Hygienic Machine reaches more 
quickly, more certainly the seat or cause of 
debilitating drains upon the vital powers. Hav- 
ing a positive contractile power, it closes up 


the relaxed ducts and checks al! vital losses. 
It stores streneth in the system every minute 
it is applied to the body. This steady accumu- 
lation of vital force must tell on the condition 
of the system in time. It renews the healthy 
state of all the vital organs, and makes man- 


hood complete. 


PROSTATE GLAND TROUBLE. 


The Roche Electric Hygienic Machine will 
reduce the glands and give you instantaneous 


reliet. 


A WORD TO EVERYBODY. 

From S. W. Hollister, president of the Hollister, 

Ames & Co., lumber dealers. 

Oshkosh, Wis., July 22, 1914. 

Prot, J.- By BRoebhe, 

Roche Electric Hygienic Machine Co., 

Grand Rapids, Mich. 

Dear Sir: 

Your letter of the 20th inst. at hand. In reply 
would say that I received the machine in good 
shape, with the exception that the batteries you 
sent were dead. I was obliged to get new batterics 
before being able to start the machine. However, 
li now works fine. 

. think this is one of the finest electric machines 
that I ever saw. I use it once every day lightly, as 
per vour instructions, and can recommend the ma- 
chine to any person wishing to use an electric 
machine, 

Now, regarding vour system of treatment, [ think 
there is no better on earth. I can feel the effects of 
your treatment from day to day, and I follow them 
up faithfully, and believe that by doing so I will 


get rid of the aches and pains [I had. I would 


oo 


recommend any person, either sick or well, to try 
your treatment, 
Hoping you will have success in your work, I 
remain, Respectfully yours, 
S. W. HOLLISTER. 


From Mr. J. F. Beaty, Mgr. Joyce-Watkins Co. 


Nashville, Tenn., April 10, 1914. 
Roche Electric Hygienic Machine Co., 
Grand Rapids, Mich. 
Gentlemen: 

I have purchased one of your machines from 
Prof. J. B. Roche, but he tells me that it will be 
two or three weeks before you will be able to de- 
jiver it. Now. isn’t there some way that you can 
ship me this machine at once, as I feel I must have 
iy 

I have been greatly benefited from the treatments 
under Prof. Roche. I have lost fourteen pounds in 
two weeks, and am entirely free from pain in my 
shoulders and legs. [tam keeping up the exercises, 
but believe the machine is just what I want. I feel 
so much better after using it. 

This is Prof. Roche's last week here, and I stil! 
want to reduce my weight about twenty pounds 
more, 

LT have tried a great many other methods of trying 
to reduce my weight, but this is the only one that 
has done the work. 

You will do me a great favor by shipping the 
machine at once, which I trust you will do. 

Respectfully, 
J. EF. Beary. 


The Roche Electric Hygienic Machine Co. 
Grand Rapids, Michigan 


FOR MEDICAL AND HOME USE 


The Roche Electric Hvaionic Machine 





Manufactured by the : 


Roche Electric 
Machine Co. 







Invented and 
Patented by | 
Prof. J. B. Roche, Jan. 19, 1915 


Grand Rapids, Mich., U.S.A. Nov. 4, 1924 


Mrs. F. W. Brown 
Belding, Mich. 
Dear Madam: 


As per your request we are enclosing booklet and literature regard- 
ing the Roche Electric Hygienic Machines, but I take the opportunity of 
writing you this personal letter and trust that you will accept it in 
the same spirit with which it is written. I am positive that you did 
not write us out of idle curiosity. You are in need of our machine to 
improve your physical condition or you would not have written us. Per- 
haps you are one to whom this machine may mean the prolongation of life, 
or i’ will preserve the health you are now enjoying so that the future 
may not be filled with pain and misery. 

I wish to say a few words in my own behalf. You are not doing 
business with a man who acquired his experience from reading cheap lit- 
erature. I have had nearly 40 years of practical experience in treating 
and handling all kinds of chronic ailments, and if you will carefully 
go over our circulars you will note that some of the most prominent men 
and women in the U. 8. have been under my personal treatment. Should 
you be suffering from Bright's disease, High Blood Pressure, Diabetes, 
Rheumatism in any form, Neuritis, Paralysis, Locomotor Ataxia, or any 
other minor ailment, do not fail to write me at once, because I know 
what the machine and my special treatment has done for thousands of 
others, and there is no reason why it should not do the same for you. 

If you will fill out the enclosed question blank and return to me 
giving the birth of your ailments, this will then enable me to judge 
which current would be more beneficial in your case, whether that which 
gives the pulsorating and atomical vibration or the Violet Ray and if 
it would be advisable to undergo a course of hygienic treatment in con- 
nection with the use of the machine for which there are no charges. 

This hygienic treatment which I personally outline is similar to that 
you would receive were you to take treatments at any of the well known 
health resorts or sanitariums. 

A proven test of the Roche Electric Hygienic Machine can only mean 
Better Health for you both Physically and Mentally, and the ability to 
enjoy a Successful Happy Life, 

This is certainly an important matter I am awaiting your early 
reply. | 
Si 
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To use the prostatic electrode, apply some carbonated vaseline to the finger, inserting 
same into the rectum, then cover well the head of the electrode and metal part for about 
two inches with the same ointment. Connect it with the extra cord to the right hand 
binding post, and sitting on the side of a chair with the right foot on the plate, insert the 
electrode into the rectum about two inches. Turn on the current after inserting the 
electrode, and gently massage the gland for about three minutes. 


You will notice from the cut, which illustrates the prostatic gland (P), that when you are 
in a kneeling or crouching position and you insert the electrode into the rectum, the 
metal part of the electrode should be turned downward, as illustrated in the above cut. 


The treatment can also be taken to good advantage while kneeling on the foot plates 
This new prostatic electrode has proven much more efficient than the older types which 
were composed of solid metal and were not as practical as the new type. To clean the 
electrode, wipe it off and you will find that carbonated vaseline is a sterilizer in itself. 


When inserting the recto electrode and prostatic electrode, you will at times find a con- 
traction of the sphincter muscles at the mouth of the rectum and you may have some 
difficulty in inserting the same. If this contraction does not relax, it will be well for you 
to send and get our electric thermitis. But as a rule, after the electrode has been 
inserted in the rectum a few times the muscles will relax of themselves. If you 
have much trouble urinating or holding the urine, especially at night, I would advise 
you to take an injection of two quarts of hot water adding a teaspoonful of salt in the 
water, before using the machine. I would recommend that you get two ounces of fluid 
extract of Buchu, taking ten drops of same in a glass of water before meals and at bed 
time. Follow this treatment for at least six weeks, or two months, as it will take all of 
that time to get the gland nearly normal and to keep it so. I would recommend that you 
do not allow yourself to become constipated, abstain from stimulants of all kinds, also 
anything containing sugar. Now it is up to you to get results. All you have to do is to 
use the machine and use it systematically. 


MANUFACTURED BY 


ROCHE ELECTRIC MACHINE CO. 
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The Roche Electric Hygienic Machine 





QUESTION BLANK 


Write as plainly as possible when filling out this blank, so there can be no mis- 


understanding. 
Da VE BIG AI Tt eal uke as Sein Rasa er sie eee nate 
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4, Give name of town where nearest Express Co. is Located ..n....-....2ecc.ciceeceicc ener eee 
5... Wit2e YOUr AweT e+... 21 cae Seay coe Whats“your weight now fi... coerce 
6. Are yowurale or female ? iawn cee te ceesene ATe-Jou Sinwle OFT Wales? en 
7. Krom what disease are you suffering in your opinion, or in the opinion of your 


29. 


OR a a a a ap cc cag sash sa Si cape Binge aioe iii NL 
What was the first symptom of the disease? nn... cccccnseesseseeceseerenseneensncensoneenesesacecenaneees 
How long ago did this first symptom put in an appearance? 0.2.0... eecesceeeeceeeee eee eee 
Have you had Paralysis, or a slight stroke of Apoplemy ?unuu woo. eic i ecccscensecnnneteceseeeeeeeenere e 
Have you Locomotor Ataxia?..........--.cacs-- Ra OS SOAR RIN a LT ote ae a 
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ye Wy A Oe rc ee rl eat a, Leia oe ene te aan a, meee, Sa 
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Have you unpleasant dreams, such as might EMissiOns?.....0...222.2..cccccceceecneeen ence enceeenneeenees 
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Any other information you desire to give us, kindly write in letter and send with 
blank. 


Address all communications to the 
ROCHE ELECTRIC MACHINE CoO., 
Grand Rapids, Michigan. 


DUPLICATE 


CASH, $50.00 TRIAL SALE AGREEMENT PRICE, $60.00 
ROCHE ELECTRIC MACHINE COMPANY 
Wate Feet Grand Rapids, Michigan. Daten Sa ore 


Read this agreement carefully before signing. Executed in duplicate. 
Deliver to 
Pieneo Sy toe eee Se 8 Ae eee a) Bere BG) Jp AIRS Stk Oe) Bees ek eS ca hE BIN 8 coterie Ss 


ENON, BET ie ROCHE ELECTRIC HYGIENE MACHINE No.1 for which I agree to pay $25.00 for first month and $5.00 per 
month for each and every succeeding month thereof from date of contract. It is further agreed that at the expiration of thirty 
days from date of contract, that if I desire to purchase said machine the $15 and the $10 rental charges is to be applied to the pur- 
chase price. Should said machine be returned and express prepaid, the renter is to receive a rebate of $15. It is understood the 
trial price of said machine is to be $60.00. 

Send all remittances to the Roche Electric Machine Comrany, Grand Rapids, Michigan, and make all settlements payable 
to the Roche Electric Machine Company. 

It is expressly understood that this order is subject to the conditions printed on the reverse side of this blank. 


Nc es EE ROE ORE Ol Ae Par rk fy “COPS wane 5 ae 


PD NT ir a a oe Se pe I ett Sh BR ae click ta cate a aS i nea a per Oa lod 
General Sales Manager. 


TERMS AND CONDITIONS 


It is understood and agreed that failure on the part of vendee to report to the Roche Electric Machine Co., of Grand Rapids, 
Mich., any trouble, or failure, on the part of the Roche Electric Hygiene Machine to perform any of its mechanical functions, no de- 
duction of rental will be allowed. 

In event of purchase the possession by the vendee of the goods described in this order is not to be considered evidence of owner- 
ship, but it is expressly agreed that the title to all said property is to remain the property of the Roche Electric Machine Co., until 
full amount of purchase price is paid. 

It is further agreed that five days grace is allowed at expiration of thirty days’ trial in which to notify Roche Electric Machine 
Co., or agent, of return of machine. Failure to do this constitutes acceptance and sale of machine. 

All drafts to be honored on presentation; failure to do so constituting default in payment. In case of default in any payment, 
all payments then made to be forfeited as rent, and all rights of the purchaser shall then cease; Roche Electric Machine Co., or its 
agents then to have the right to take possession of said property without legal process. 

No agreement of any kind, not stated in this order, shall become a part of this contract. This order constitutes and contains 
the only agreement made with Roche Electric Machine Co., or its salesman in relation thereto, and the party signing the same hereby 
waives all claims to verbal or other agreement not embodied in this order. 

This order is subject to the approval of the Roche Electric Machine Co., and it is distinctly understood and agreed that this 
order shall not be countermanded by the maker. 
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OW TO KEEP WELL . 


and the Way Back to Good Health by 














PROF. J. B. ROCHE 


The Well Known Hygienic Instructor in Physical Science and Inventor of the 
Roche Electric Hygienic Machine 
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Through the Use of Roche Electric Hygienic Machines 


Thousands of Men, Women and Children are Restored to Health 
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Waterbury, Conn., 


4 sn oo ARG TORS p 
Roche Electric Machine Uo., 
Grand Rapids Mich. 


Gentlemen: 


plone 
very well and I fully think in abut two months more that I wih 
be #8 good as when I was 20 years old. 1 am sending you two ad- 
dresses of pecple whom you can sell machines to, 1 tock my mack- 
ine out to one of my neighbors and she used it and likes it very 
much, Will you please send her your pamplets. I have shown my 
machine to both of these parties and I think that they wil) buy. 
1 will recommend your machine wherever i oan, I remain, 
Yours very +; 
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| THE ABOVE LETTERS OFFER CONVINCING PROOF 


what the Roche Electric Hygienic Machines are accomplishing 


Be a Living Monument and not a Dead One at Fifty. Let us 
place one of these machines in your home for “30 days. They 
restore Human vitality, however and wherever lost. — Be your 
own master and not a slave to disease and pain. 





Address: ROCHE ELECTRIC MACHINE CO., Grand Rapids, Mich., U.S. A. 






